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Year Over Year Monthly Breakdown 
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Performance overview for last 12 months 
15.3 K 8.0K 3.6 K 
Total Revenue Total Transactions Unique Users 
Monthly Avg 12-Month High 12-Month Low Monthly Avg 12-Month High 12-Month Low Monthly Avg 12-Month High 12-Month Low 
1.3K 41K 1 665 2.2K 1 307 1.2K 1 
December June February August December August 
Total Platform Activity Top 5 Locations 
Location ID (C... | Location Name | Unique Custo... | Total Reve... v _ Transactions | Avg Rate of User _ Change in reve... 
see MA-01-39 / BP-01-... Mass Ave East / Br... 1,318 $4,203.38 2.3K 3.19 10.7% 
401700 Russell Common L... 568 $3,189.20 1.5K 5.61 19.9% 
401701 Railroad Lot 484 $2,957.65 1.3K 6.11 -8.0% 
MA-40 - MA-99 Mass Ave West 971 $2,664.36 1.6K 2.74 15.6% 
ue ME-01 to ME-27 Medford Street (be... 403 $1,362.42 733 3.38 22.5% 
0 
# Transactions 
Payment methods Used for PayByPhone Transactions 
Customer Payment Method 
(over the last 12 months) 
___ Payment Method | Transactions a 1 Monthago — | 2 Months ago ~ — Difference | % Change 
VISA Ss I 2s 2.1% 
Mc a 22 a <7 a s:2 75 12.0% 
AMEX l6 Jo lo 0 2 
Totals O FIK 2,088 1,878 210 10.1% 
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